Winston-Salem, 


This  is  one  of  the  very  oldest  of  Protestant 
churches,  spiritually  descended  from  the 
Bohemian  reformer  and  martyr,  John  Huss, 
who  was  burned  at  the  stake  in  1415.  The 
formal  organization  was  accomplished  in  1457. 

The  first  settlement  in  Salem  was  organized 
in  1766.  The  corner  stone  of  the  Home  Church 
was  laid  in  June  1798  and  the  building  was 
consecrated  in  November  1800. 
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